MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  6  Township:  7  North  Range:  1  West  Corner  ID:  Cl Cr  E-01 

Monument  Description  &  Remarks:  5/8"  rebar  with  cap.  Survey  Sign  4ft  above  ground  at  pt.  (B). 
Per  E-25  offset  corner,  5/8"  rebar  with  cap  missing,  S  86°  E  96. 1  O'  to  pt.  ( A>). 

References  On  File:  Bledsoe  Tapp  &  Riggert  survey,  Rogers  Group  (2003),  on  file  in 
Recorder  Office,  cabinet  (S),  envelope  (219-220). 
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